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HUorlJ  Pierian   CLuA  TTT 
Organized  1824 
St.  Augustine,  Florida  A 

This  Venetian  Renaissance  church  erected  in 
1889  by  Henry  M.  Flagler  as  a  memorial  to  his 
daughter,  has  one  of  the  finest  Pipe  organs  in 
the  county. 

The  membership  is  active  in  the  newly  reunited 
Presbyterian  church.  Services  every  Sunday  and 
open  to  the  public  every  day. 

-  Visitors  Welcome  - 
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